nationalgrid 

September 19, 2013 


Massachusetts Avenue (MBTA Bus Barn to Richardson Avenue): Paving Notification 


Dear Resident/Business Owner: 

This is an important update regarding phase two (2) for the paving of Massachusetts Ave, Arlington. 
National Grid’s paving contractor, Dan Amorello Paving Inc. will be begin paving on or around 
Monday, September 23, 2013. This work will be performed at night and is expected to be complete 
within one (1) or two (2) evening. Night paving will allow for increased safety for the contractors and 
Police details by shifting the work away from typical heavy commuting hours. 

Traffic may be re-directed by Police officers to alternate lanes as necessary to coordinate with the 
progress of the paving operations. Please adhere to traffic signs and directions. These detail officers will 
be available to provide assistance to your visitors and customers with traffic management plans and will 
enforce parking restrictions as necessary. 

All scheduling details are weather permitting and may be altered due to encountered site conditions. If 
you have any questions about the project, please contact Sue Scarcella, National Grid’s Community & 
Customer Manager at (781) 907-1611 or the Arlington Engineering Division at (781) 316-3320. 


Thank you for your cooperation. 


